How so many kids lost TennCare 

From 2016 to 2018, TennCare required more than 319,000 Tennessee children to verify their eligibility with paper 
forms and postal mail. The system rarely worked: Most forms were never returned and more than 220,000 kids 
faced a loss of health insurance. 




*Some additional applicants had their eligibility decided through 
appeals or other systems, but TennCare cannot say how many. 
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